Mike Burrows (#631) of Suffolk, England, 
has submitted the photo below, showing a 
G.B. medicine duty stamp, trimmed on the 
sides, which bears the Perfin B.C./LD (die 
number 143 in the British catalog). Mike 
asks if anyone knows who the user was. 





